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TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IWGFR SPECIALISTS MEETING ON IN-SERVICE INSPECTION 
AND MONITORING, BENSBERG, FRG, MARCH 9-12, 1976 

REF: IAEA VIENNA 9134 

1 . MISSION REQUESTED NOMINATE FOLLOWING AS U.S. PARTICIPANTS 
IN SUBJECT SPECIALISTS' MEETING: R.W. MCLUNG (HOLIDIELD 
NATIONAL LABORATORY), JACK SPANNER (HONFORD ENGINEERING 
DEVELOPMENT LABORATORY, RICHLAND), AND A. WHITING (SOUTHWEST 
RESEARCH INSTITUTE, SAN ANTONIO, TEXAS). 

2. OFFICIAL INVITATIONS SHOULD BE SENT DIRECT TO NOMINEES. 
PARTICIPATION WILL BE SUBJECT TO AVAILABILITY OF FOREIGN 
TRAVEL FUNDS. 

3. NOMINEES HAVE ERDA "Q" CLEARANCE WHICH SATISFIES REQUIRE- 
MENTS SECTION VIII, E.O. 10422. INGERSOLL 
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Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IWGFR SPECIALISTS MEETING ON IN-SERVICE INSPECTION AND MONITORING, BENSBERG, FRG, MARCH 9-12, 1976 
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